S- 


Ref  Ho:        Carreotion  to 

S/VBPA340  (of  10/6/1953) 

I»«aed;  W1955 

Oopj-  No;       ley 


From:    CiJfflBffi/. 

Tor        fcCXOS 

Ho.:        257  1  Juno  19^5 

CORRECTION 


Please  alter  the  external  acrisJL  rumbcr  in  the  massage  heading 
to  read  \6%  Instead  of  257-  ,    / 


Distribution 


